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STAT 


(NIXON) 

LONDON— A MANCHESTER GUARDIAN COLUMNIST SAID TODAY THAT FORMER 
VICE PRESIDENT NIXON IS SATISFIED WITH HIS VERSION OF THE CUBAN 
ISSUE IN THE 1960 PRESIDENTIAL CAMPAIGN DESPITE DENIALS FROM THE 
WHITE HOUSE AND THE CENTRAL INTELLIGENCE AGENCY. 

COLUMNIST LORD ALTRINGHAM SAID NIXON EXPRESSED HIS VIEW IN AN 
INTERVIEW. HE SAID THE UNSUCCESSFUL REPUBLICAN PRESIDENTIAL CANDIDATE 
ADDED "BUT I WOULD NOT CALL THE PRESIDENT OF THE UNITED STATES A LIAR." 

ALTRINGHAM SAID HIS INTERVIEW LEFT HIM WITH THE IMPRESSION 
"IT MUST BE DIFFICULT FOR A MAN WHO HAS HAD THE GREATEST OFFICE ON 
EARTH WITHIN HIS GRASP TO ADJUST HIMSELF TO A RELATIVELY PAROCHIAL 
CONTEST" OF RUNNING FOR GOVERNOR OF CALIFORNIA. 
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